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ACCEPTED VENDORS: 
McMASTER CARR 
MSC INDUSTRIAL SUPPLY 
PO BOX 4355 
75 MAXESS RD 
CHICAGO IL., 60680-4355 OR 
MELVILLE, NY 11747 
(630) 833-0300 
1-800-645-7270 


MATERIAL: 18-8 OR 303 STAINLESS STEEL 
TENSILE STRENGTH: 80,000psi 
MIN. HARDNESS: B60 
SPECIFICATIONS MET: ASTM A581 OR A582 OR QQ-S-763 
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NOTE: 
This drawing defines the overall geometry and performance specifications of the 
part/assembly, and constitutes the acceptance criteria thereof. Only the item(s) described in 
this document procured from the vendor and/or manufacturer listed hereon are approved for 
use. A substitute item shall not be used without prior approval. Conformance of hardware to 
these requirements is acceptable in lieu of vendor and/or manufacturer documentation. 
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VENDOR PART NO.: 
MCMASTER 91075A512 
MSC 63211320 
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VENDOR PART NO.: 
MCMASTER 91115A821 
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